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इस भाग में भिन्न पृष्ठ संख्या दी जाती है जिससे कि यह अलग संकलन के परमात । 
Sepunte paging is given to this part in order that it may be plod 
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MINISTRY OF COMMEROE 

PUBLIC NOTICE 
IMPORT TRADE CONTROL 

Ernata No. s 

New Delhi, the 15th May 1968 
Subject : -- Import Policy for the year April 68 - March , 60 , 


No . 81- ITC PV)/ 68 , - - Attention is invited to the Ministry of Commerce Public Notices No 
50 - ITC (PN )/67 dated the Ist April , 1969 , 54 -ITC (PN )/68 dated the 2nd Aprill , 1968 , 58 - ITC (PN ) 
68 dated the Sth April, 1958 , 59 - IT (PN ) /68 dated the lith April , 1968, 65 - ITC (PN ) /68 dated 
the 23rd April , 1969 and 75 - TTC (PN )/68 dated the 27th April , 1968 on the above subject . The 
following further amendments shall be made in Vol, I of the current Red Book at appropriate 
places : 
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Details of corrections , 
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Section Il- Part II Columns 1, 2, 3 , Below the catrics against S . No. 47 , the 

following entries may be deemed to have 
been inserted . 
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Page No, of 
Vol . I of the 
Red Book 


Reference 


Details of corrections! 


Column 1 
48 - A 


Column 2 . 
Electric Baploders 


Column 3 . 
Nil. 


Column 4 . 
A . U . Liconces will be 
granted by C . C . I & E ., 
New Delhi on the te 
commendatione of the 
Chief Inspector of 
Mines , Dhanbad . 


149 . 


Section V - Appendix 7 . 


Aftor the item Museum Jars the following 

ontry may be deemed to bavo been inserted ; 


" Needles Hypodermic for dental Syringer 

only . The following types will only be 
allowed to be Imported against licences 

Insuod for 9 . Nos. 93 -94 ) N : 
I . Interchangeable Hypodormic Needles for Dontal Syringes only , 


Length . 


Gauge . 


Inches. 
7 /8 . 
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mm . 
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26 & 23 


2 . Double 


od Hypodermic Nudlas for DentalCartridgo Syringes, 


Length . 


Gauge . 


Inchce. 


ηλ. 


1 .1 4 . . 
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32 


25 , 26 , 27 

26 & 27 
25 , 26 & 27 
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P . D .KASBEKAR , 
Chief Controller of Imports and exports, 
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